hotels ‘Windermere 

1642 EAST 56th STREET • CHICAGO 37 
Chicago's finest Residential and Transient 
hotel - 1000 rooms. Overlooking Lake Michigan 
and beautiful Jackson Park. Convenient to 
everything. 
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